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GAS ANALYSIS

PA.ET I

Reiset1 has constructed a very effective absorption,
apparatus for the determination, of carbon dioxide in
the atmosphere, this device rendering it possible to
work with. Yery large volumes of air (600 liters).
The construction is shown in Fig. 61. I"is a U-tube
filled with pieces of pumice-stone moistened with con-
centrated sulphuric acid. At the lower end of the

PIG. 61.
tube is a bulb in which collects the dilute sulphuric
acid that would otherwise retard the passage of the
air. This tube Jacts as a drying tube; it holds back
the total moisture of the air used in the experiment,
and its increase of weight gives the percentag-e of
moisture in the air. The dried gas now passes into
the absorption, apparatus proper through the tube t
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